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OLD  ST.  JOHN'S  CHURCH,  HAMPTON,  VA.  ^ 

u. 

The  parish  to  which  this  old  church  crigi-  %  — -v. 

nally  belonged  was  the  oldest  settlement  in  ^'  V 

the  United  States.   The  present  church  which  /t.'0  ' 

was  the  third  in  the  parish  was  built  in  1728.  /  j^.  csp    a  \ 

The  town  of  Hampton  with  the  church  was  rC  \^ 

burnt  August  7th,  1861,  but  was  restored  in  _^        '"'iVl  CJ 
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